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Message Text 

UNCLASSIFIED 

PAGE 01 MEXICO 11958 192337Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO AID-05 OES-07 /027 W 

121367 192349Z/64 

P 192335Z JUL 77 

FM AMEMBASSY MEXICO 

TO SECSTATE WASHDC PRIORITY 3620 

UNCLAS MEXICO 11958 


TO: PHA/POP/LA 

PASS TO LATIN AMERICAN UNIT, PIEGO 

E.O. 11652: N/A 
TAGS: SPOP, MX 

SUBJECT: URGENTLY NEEDED REPAIR PARTS FOR SOCIAL SECURITY 
HOSPITAL MONTERREY 

1 . DR. ARGELIO SANTOS, DIRECTOR, SOCIAL SECURITY 
HOSPITAL IN MONTERREY, AND CLINIC PRACTICE SITE FOR PIEGO 
URGENTLY NEEDS REPAIR PARTS FOR LAPARASCOPE. PRESENTLY 
UNABLE TO DO ANY MORE PROCEDURES UNTIL PARTS RECEIVED. 

2. PARTS NEEDED: NEW OPTIC - FOR 12 MM ANGULAR KLI 
LAPARASCOPE. PRESENT OPTIC LENS BROKEN. 

3. ADDITIONAL EQUIPMENT NEEDED FOR MORE EFFICIENT 
OPERATION: 

A. ONE INCISION DOUBLE YOON RING FORCEPS (CATALOG KLI 
000941-501) QUANTITY : 2 

B. VERRES NEEDLES, QUANTITY: 6 

4. BROKEN OPTIC TO BE TAKEN BY DR. SANTOS IN AUGUST TO 
PIEGO 
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5. PLEASE SHIP REPLACEMENT PARTS ASAP VIA FIRST AVAILABLE 
MEANS, PREFERABLE SOMEBODY TRAVELLING TO MONTERREY. 
ADVISE. THOMPSON 
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